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ABUS VITESS™ PRICING 


ABUS Vitess™ Conventional Rim Cylinders 


Prices shown for standard satin nickel finish NI (US15) 
Combinated (KD/KA) cores price includes two cut keys plus one signature card 
Combinated MK cores add surcharge of $19.75 to combinated (KD/KA) to MSRP - includes two cut keys, bittings & one 
signature card 
Uncombinated cores - keys sold separate 
Deduct $2.50 Net for change key not supplied with combinated cylinder 
RIM Cylinder . Cylinders should be ordered in multiples of 10 
. Specify Keyway when placing replenishment order 


Part # Description MSRP Pkg Shelf Box 
10511 Rim Pre-Load Housing, Horizontal Tailpiece and Retaining Clip $68.00 1 10 
10597 Rim Pre-Load Housing with Uncombinated Core, Horizontal Tailpiece and Retaining Clip (Level 2,3, 4,5) $90.00 1 10 
10514 Rim Cylinder Combinated KD/KA, Horizontal Tailpiece w/ 2 cut keys $123.00 1 10 
10599 Rim Core Uncombinated (Level 2, 3, 4, 5) $22.00 1 10 


ABUS Vitess™ Conventional Mortise Cylinders 


Prices shown for standard satin nickel finish NI (US15) 

Combinated (KD/KA) cores price includes two cut keys plus signature card 

Combinated MK cores add surcharge of $19.75 to combinated (KD/KA) to MSRP - includes two cut keys, bittings & signature card 
Uncombinated cores - keys sold separate 

Deduct $2.50 Net for change key not supplied with combinated cylinder. 

Cylinders should be ordered in multiples of 10. 

Specify cam when ordering other than listed. See below. 

Cam comes with 2 screws 

Specify Keyway when placing replenishment order 


Mortise Cylinder 


Part # Description MSRP Pkg Shelf Box 
10500 Mortise 1-1/8" Pre-Load Housing, Adams Rite® Cam $69.00 1 10 
10585 Mortise 1-1/8" Pre-Load Housing, w/o Cam $60.00 1 10 
10586 Mortise 1-1/8" Pre-Load Housing with Uncombinated core, Adams® Rite Cam (Level 2, 3, 4, 5) $90.00 1 10 
10587 Mortise 1-1/8" Pre-Load Housing with Uncombinated Core, w/o Cam (Level 2, 3, 4, 5) $81.00 1 10 
10501 Mortise 1-1/8" Cylinder Combinated KD/KA, Adams Rite® Cam w/ 2 cut keys $123.00 1 10 
10589 Mortise 1-1/8" Cylinder Combinated KD/KA, w/o Cam wi 2 cut keys $14.00 1 10 
10590 Mortise 1-1/4" Pre-Load Housing w/ core extension, Adams Rite® Cam $77.00 1 10 
10591 Mortise 1-1/4" Pre-Load Housing w/ core extension, w/o Cam $68.00 1 10 
10592 Mortise 1-1/4" Pre-Load Housing with Uncombinated Core, Adams Rite® Cam (Level 2, 3, 4, 5) $98.00 1 10 
10593 Mortise 1-1/4" Pre-Load Housing with Uncombinated Core, w/o Cam (Level 2, 3, 4, 5) $89.00 1 10 
10594 Mortise 1-1/4" Cylinder Combinated KD/KA, Adams Rite® Cam w/ 2 cut keys $131.00 1 10 
10595 Mortise 1-1/4" Cylinder Combinated KD/KA, w/o Cam wi2 cut keys $122.00 1 10 
10596 Mortise Uncombinated Core (for 1-1/8" and 1-1/4") (Level 2, 3, 4, 5) $21.00 1 10 


Cams for Conventional Mortise Cylinders 


Part # Description MSRP Pkg Shelf Box 
10506 SZ01 Mortise Cam (Adams Rite®) *Standard Cam $9.00 1 5 
10507 $Z06 Mortise Cam (Schlage® L) $9.00 1 

10508 $Z09 Mortise Cam (Sargent®) $9.00 1 5 
10509 5711 Mortise Cam (Corbin Russwin®) $9.00 1 5 
10510 $Z12 Mortise Cam (Yale®) $9.00 1 5 


EF ABUS Vitess™ Key-in-Knob/Lever, Deadbolt Cylinders 


Prices shown for standard satin nickel finish NI (US15) 

Combinated (KD/KA) cores price includes two cut keys plus one signature card 

Combinated MK cores add surcharge of $19.75 to combinated (KD/KA) to MSRP - includes two cut keys, bittings & one 
signature card 

Uncombinated cores - keys sold separate 

Deduct $2.50 Net for change key not supplied with combinated cylinder 

Cylinders should be ordered in multiples of 10 


KNK/KIL/Deadbolt Cylinder : Specify Keyway when placing replenishment order 
Part # Description MSRP Pkg Shelf Box 
10519 KnK/KiL Pre-Load Housing wi/Tailpieces (4pk) $34.20 1 10 
10600 KnK/KiL Pre-Load Housing with Uncombinated Cylidner Core and Tailpieces (4pk) (Level 2,3,4,5) $60.00 1 10 
10520 KnK/KiL Cylinder Combinated KD/KA w/Tailpieces (4pk) w/ 2 cut keys $93.00 1 10 
10602 KnK/KiL Uncombinated Core (Level 2, 3, 4, 5) $25.80 1 10 


2 For easy ordering, call 800.352.2287, fax 623.516.9934 or email vitesscustomerservice@us.abus.com | www.abus.com 
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ABUS VITESS™ PRICING 


83 Series Cylinder Insert Part # 
10525 


10603 
10526 
10605 


Vitess™ Key 


Part # 
10531 


| 


Part # 
10536 
10537 

10538 
10539 
Vitess™ Pins 10540 
10541 

10542 
10543 
10544 
10545 
10546 
10547 
10548 
10549 
10550 
10551 

10552 

10553 

10554 
10555 
10556 
10557 

10558 
10559 
10560 
10561 

10562 
10575 

10563 
10564 
10565 
10566 
10567 


For easy ordering, call 800.352.2287, fax 623.516.9934 or email vitesscustomerservice@us.abus.com 


ABUS Vitess™ 83 Series™ Cylinder 


Prices shown for standard satin nickel finish NI (US15) 


Combinated (KD/KA) cores price includes two cut keys plus one signature card 


Combinated MK cores add surcharge of $19.75 to combinated (KD/KA) to MSRP - 
signature card 
Uncombinated cores - keys sold separate 


Deduct $2.50 Net for change key not supplied with combinated cylinder 


Cylinders should be ordered in multiples of 10 
Specify Keyway when placing replenishment order 
83 Series™ padlocks sold separate 


Description 


83 Series™ Pre-Load Housing 
83 Series™ Pre-Load Housing with Uncombinated Core (Level 2, 3, 4, 5) 


83 Series™ Padlock Cylinder Combinated KD/KA w/ 2 cut keys 
83 Series™ Cylinder Uncombinated Core (Level 2, 3, 4, 5) 


Description 


Vitess™ Key Blanks (Pkg 100) 
10606 Vitess™ Cut Key 


Description 


Bottom Pin InTop "hardened steel" no. 5 


Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 
Bottom Pin 


"hardened steel" 
"hardened steel" 
"hardened steel" 
"hardened steel" 
"hardened steel" 
"hardened steel" 
"hardened steel" 
"hardened steel" 
"hardened steel" 
"hardened steel" 
"hardened steel" 
"hardened steel" 
"hardened steel" 


"nickel silver" no. 
"nickel silver" no. 
"nickel silver" no. 
"nickel silver" no. 
"nickel silver" no. 
"nickel silver" no. 
"nickel silver" no. 
"nickel silver" no. 
"nickel silver" no. 
"nickel silver" no. 
"nickel silver" no. 
"nickel silver" no. 
"nickel silver" no. 


Profile Check Pin 


Master Wafer no. 
Master Wafer no. 
Master Wafer no. 
Master Wafer no. 
Master Wafer no. 


2 
3 
4 
5 
6 


ABUS Vitess™ Keys 


Custom die stamping requires one-time purchase of a die for $250.00 Net if less then 1000 keys ordered (required for level 2, 3, 4, 5) 
Graphics/logos quoted on request. Contact ABUS or your distributor about participating in the custom die program 
Compatible with most key machines with the purchase of correct jaw, cutter and clamper 

Min order qty of 500 for coined keys (cut or blank) 

Key blanks available in multiples of 100 only 

Specify Keyway when placing replenishment order 


ABUS Vitess™ Pins 


ABUS Vitess™ system can only use ABUS Vitess™ pins 
Bottom and Top pins for all Vitess™ products 
Pins only available in specificed quantities listed 
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includes two cut keys, bittings & one 


MSRP Pkg Shelf Box 


$37.25 1 
$65.00 1 
$98.00 1 

$27.75 1 


MSRP Pkg Shelf Box 


$600.00 100 
$8.00 1 


MSRP Pkg Shelf Box 


$100.00 100 
$65.00 100 
$65.00 100 
$65.00 100 
$65.00 100 
$65.00 100 
$65.00 100 
$65.00 100 
$65.00 100 
$65.00 100 
$65.00 100 
$65.00 100 
$65.00 100 
$65.00 100 
$35.00 100 
$35.00 100 
$35.00 100 
$35.00 100 
$35.00 100 
$35.00 100 
$35.00 100 
$35.00 100 
$35.00 100 
$35.00 100 
$35.00 100 
$35.00 100 
$35.00 100 


10 
10 


1 
1 


$65.00 
$35.00 
$35.00 
$35.00 
$35.00 
$35.00 


100 
100 
100 
100 
100 
100 
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ABUS VITESS™ PRICING 


ABUS Vitess™ Pins (cont) 


10568 Master Wafer no. 7 $35.00 100 1 
10569 Master Wafer no. 8 $35.00 100 1 
10570 Master Wafer no. 9 $35.00 100 1 
10571 Master Wafer no. 10 $35.00 100 1 
10572 Master Wafer no. 11 $35.00 100 1 
10573 Master Wafer no. 12 $35.00 100 1 
10574 Master Wafer no. 13 $35.00 100 1 
10608 Top Mushroom Pins $65.00 100 1 
10609 Top Pin "hardened Steel" $65.00 100 1 
10610 Top Pin "nickel silver" $35.00 100 1 
10611 Top Pin "hardened steel" (only used for cut 8/9) $65.00 100 1 
10612 Top Pin "nickel silver" (only used for cut 8/9) $35.00 100 q 
10613 Top Housing Spring $8.00 200 1 
ABUS Vitess™ Spare Part Components 
Mortise Cylinder Components 
Part # Description MSRP Pkg Shelf Box 
10619 Mortise Cylinder Core Extender for 1-1/4" $8.00 1 1 
10513 Cylinder Fixing Bolt for Mortise Cam (Pkg 50) $20.00 50 1 
Rim Cylinder Components 
Part # Description MSRP Pkg Shelf Box 
10512 Rim Core Retaining Clip (Pkg 50) $20.00 50 1 
Spare Part Components 10577 Rim Cylinder Tail Piece Horizontal $7.60 1 5 
10620 Rim Cylinder Tail Piece Virtical $7.60 1 1 
KnK/KiL Cylinder Components 
Part # Description MSRP Pkg Shelf Box 
10578 KnK/KIL Screw Cap $2.15 1 50 
10579 KnK/KiL Tappet $0.35 1 1 
10580 KnK/KiL Spring $0.20 1 1 
10621 KnK/KiL Tailpieces (4pk) $6.25 1 1 
83 Insert Cylinder Components 
Part # Description MSRP Pkg Shelf Box 
-_ a 10581 83 Series™ Cylinder Core Retaining Clip $0.65 1 1 
Ba j EEA 10582 83 Series™ Cylinder Core Washer $0.30 1 1 
E ` 3 a ka ae ¥ fl 10583 83 Series™ Cylinder Core Tailpiece $1.40 1 1 
olla! ap a e E E 10584 83 Series™ Cylinder Core Retaining Screw $0.40 1 1 
Br uBgaere 
2E eh 
E ITI] ABUS Vitess™ Pinning Kit 
Provides all necessary parts to service and maintain our locks in the field 
Part # Description MSRP Pkg Shelf Box 
Pinning Kit 10576 ABUS Vitess™ High Security Pinning Kit $899.00 1 1 
ABUS Vitess™ Security Card 
ABUS Vitess™ security cards are used as authorization credentails 
Cards have a signature panel on the back and are issued by the servising locksmith who directly supports the system 
106418 owner 
- . Owner must present the security card to obtain duplicate keys or additions to their system 
The signature will be validated by the dealer 
Security Card $ KD/KA systems come with one signature card 
Master key systems come with one signature card per system 
Part # Description MSRP Pkg Shelf Box 
10622 Vitess™ Security Signature Card $6.50 1 500 
10623 Vitess™ Security Signature Card - Duplicate/Replacement $40.00 1 1 


4 For easy ordering, call 800.352.2287, fax 623.516.9934 or email vitesscustomerservice@us.abus.com | www.abus.com 
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ABUS VITESS™ PRICING 


ABUS Vitess™ Service Equipment and Assembly Tools 


Part # Description MSRP Pkg Shelf Box 
10615 Complete Assembly Tool Kit $1,999.00 1 1 
10616 Grooved Follower $38.00 1 1 
10617 Filling Device 3pc Kit $108.00 1 1 
10618 Plastic Plug $1.15 1 1 


ABUS Vitess™ Key Machine Accessories 


ABUS Vitess™ keys can be cut with commonly available key cutting machines 
Appropriate jaws, cutters and clamping assistance tools must be purchased separately 
Contact vour key machine manufacturer to purchase the correct accessories 


wai 


Follower Filling Device 


Assembly Tool Kit 


NOTES 


For easy ordering, call 800.352.2287, fax 623.516.9934 or email vitesscustomerservice@us.abus.com | www.abus.com 5 
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ABUS VITESS™ KEY CONTROL 


ABUS Approach 


The security of any locking system is dependent upon two very important factors. The first is protecting against 

attacks such as picking, drilling, bumping and forcing. The second is the ability to control duplication of existing 

keys. Historically, unauthorized key duplication has played a major role in compromising even the most sophisticated 

security systems. Anyone with even temporary access to original keys has no problem getting duplicates made for their 
own use if the keys and key blanks are not patent protected. Even stamping "Do Not Duplicate” on a key merely warns 
someone not to copy the key - it is not a promise of legal protection or enforcement. The only way to ensure that keys 
cannot be copied without the consent of the owner is a key system with patent protected keys. 


ABUS VITESS™ KEY CONTROL LEVELS AND INITIAL INVESTMENTS 
A Key Control Program That's Right for You 


Level 1: Dealer Open Non-Exclusive Keyway 
No minimum initial investment is required. 


This program is designed for dealers to sell ABUS Vitess™ primarily for protection against picking, drilling and other 
forms of physical attack. Dealers can purchase products and keys from any ABUS authorized distributor. The distributor 
will issue the dealer a standard Vitess™ Security Card with unique embossed control data that the dealer will give to 
the owner of the system. To obtain duplicate keys, the owner of the system/customer needs to present the card to 
any participating ABUS Vitess™ locksmith. The data and signature will be verified and a key will be ordered from ABUS 
directly. Key blanks are not sold to dealers at this level. 


Overview: 

* Easy introduction to ABUS high security Vitess™ sales with no investment in stock 

e+ Locksmith open keyway is the same keyway nationwide 

+ No sole source relationship with distributor or customers 

* Keys cannot be duplicated at hardware stores or mall key stands 

* ID cards are issued from the original locksmith 

* Keys are available from any Level 1 dealer in the country by presenting the proper identification security card 
+ There are no unique dealer ID number or names stamped on the keys 

+ At this level, key blanks are not sold. Keys will have to be ordered directly from ABUS 

+ The end user does not have access to key blanks 


Level 2: Regional Dealer Based Keyway 
Dealer initial investment of $1,500 of product plus pinning kit for ABUS Vitess™ keyway contracted 
by distributor and assigned by zip code region and controlled by contract. 


This program offers instant access to additional keys. Consumers, businesses and institutions simply return to the 
locksmith where they originally purchased the lock to obtain additional keys. You'll be issued a customized Vitess™ 
Security Card with unique embossed control data and a space for end-user signature to authorize keys on this program. 
This security professional will have a signature card on file completed by the owner of the key system at the time 

the system was purchased. Custom coined keys are also required at this level that tie the customer to the Dealer for 
duplicate keys. Keys are duplicated immediately after the authorized signature on the card has been verified. Keys may 
only be duplicated by the locksmith where the locks were originally purchased. 


Overview: 

+ Ties end users to dealer for their ABUS Vitess™ system 

e Locksmith is tied to the wholesaler for key blanks. Locksmith can purchase their initial order from any wholesaler 
and will be assigned their exclusive keyway based on the locksmith's zip code region map 

* Dealers sign an appropriate agreement/contract that ensures the integrity of the system 

* Custom coined keys required with either dealer's name, number and/or logo, etc. 

+ Other locksmiths in the area may have the same keyway, but are not authorized to cut keys with other dealer's ID 
number 


ABUS VITESS™ KEY CONTROL 


* Designed for small to medium size key systems that want geographic exclusivity 

* Only the company that maintains the key records and key issue authorizations for the end user's system can cut the 
keys 

+ The end user receives a security card from the original locksmith company and presents security card to the 
locksmith for signature validation to obtain additional keys 

+ The end user does not have access to key blanks, they must purchase from originating dealer 


Level 3: National/Regional End-User/Institutional Exclusive Keyway 
Initial investment depends on size of project and annual commitment plus a pinning kit for them 
to receive their own ABUS Vitess™ keyway. It is assigned by project with regional exclusivity. 


End-User Exclusive Systems are sold directly to and controlled by the end user. The systems are generally sold to larger 
businesses or those that need a very high level of security. End-user exclusive keyway is sold to the end user based on 
either a random assignment, regional or on a nationwide basis. The End-User program is for large facilities that have 
their own locksmith on staff and that want to produce ABUS Vitess™ keys themselves. This program offers individual 
control over key duplication procedures. The distributor or dealer who contracts with the End User is responsible for 
submitting the end user's signed forms with each order. 


Overview: 

* This level is for end users who want to cut their own keys and/or generate their own key system 

+ The degree of geographical exclusivity is determined by the end user's commitment to cylinder volume and 
separate exclusivity purchases 

*  Keyway is assigned to the end user based on the exclusivity purchased by project size 

* All cylinders, key and blanks are shipped to the end user's designated location 

°-  Asigned original ABUS Vitess™ Authorization Form and Signature Card are required initially to set up end user 

+ Every order must include a signed original Authorization Form, which is closely checked for an authorized signature. 
No faxes or photocopies are acceptable due to the ease of forgery 

* The end user has access to key blanks and cuts keys 

* Custom coined keys required with customer's name, number and/or logo, etc. 


Level 4: National Distributor Exclusive Keyway 

Distributor initial investment depends on the number of keyways invested in. (see below) Dealer 
initial investment for distributors exclusive keyway(s) is $3000 each in product plus a pinning kit to 
have their own ABUS Vitess™ keyway, contracted to dealer by distributor and controlled by contract. 


Distributor Initial Investments Levels: 
* 1 Keyway $10,000 net 

* 3 Keyways $25,000 net 

* 5 Keyways $40,000 net 


This program offers Distributor national exclusivity keyways. The Dealer will buy into a Distributor exclusive keyway to 
service an end user. Dealer enters into a sole source relationship with distributor. You'll be issued a customized Vitess™ 
Security Card with unique embossed control data and a space for end-user signature to authorize keys on this program. 
This security professional will have a signature card on file completed by the owner of the key system at the time the 
system was purchased. Keys are duplicated immediately after the authorized signature on the card has been verified. 
Keys may only be duplicated by the locksmith where the locks were originally purchased. 


Overview: 

* Designed for small to large size key systems 

+ The end user enters into a sole source relationship with the dealer 

e Dealer enters into a sole source relationship with distributor 

+ The original dealer is the only one that can supply keys 

-+ The end user receives an ID card from the original dealer 

+ The end user presents ID card together with signature to obtain additional keys 


ABUS VITESS™ KEY CONTROL 


* End user does not have access to key blanks 


* Dealer must provide key duplication and cylinder service because end user cannot go elsewhere for keys 
* Custom-coined keys requried with Dealer's name, number and/or logo, etc. 


Level 5: State Dealer Exclusive Keyway 


Dealer initial investment of $5000 of product plus pinning kit for ABUS Vitess™ state exclusive 
keyway contracted by distributor. Additional investment of $2,500 in product for each additional 


state. 


Overview: 


* The end user enters into a sole source relationship with the dealer 
e Locksmith is tied to the wholesaler for key blanks. Locksmith can purchase their initial order from any wholesaler 


and will be assigned their exclusive state keyway 
e Availability of keys is limited to one specific dealer 


* Dealers sign an appropriate agreement/contract with the distributor that ensures the integrity of the system 
* Custom coined keys required with dealer's name, number and/or logo, etc. 
* Other locksmiths within your state will not have the same keyway 


* Designed for larger dealers that need state exclusivity 


e Only the company that maintains the key records and keys, can issue authorizations for the end user's system can 


cut the keys 


* The end user receives a security card from the original locksmith company and presents security card to the 
locksmith for signature validation to obtain additional keys 
* The end user does not have access to key blanks, they must purchase from originating dealer 


Forms 


All ABUS Vitess™ forms can be found online at www.abus.com/us/vitess. 


HAV21 Vitess™ Confidentiality Agreement 
All who purchase a Vitess™ program sign this document and 
return to ABUS USA. 


HAV22 Vitess™ Distributor Agreement 

Distributor, Dealer and ABUS USA sign this agreement when 
purchasing a Vitess™ program (Level 2 and higher). Distributor 
returns signed agreement to ABUS USA for signatures. ABUS USA 
returns fully executed agreements back to the Distributor and 
Dealer for their records. 


HAV23 Vitess™ Dealer Agreement 

Distributors have their Dealer sign this form when purchasing 
a Vitess™ program. The Distributor returns 3 originals to ABUS 
for signature and ABUS returns fully executed agreements back 
to Distributor to keep on file and Dealer. 


HAV24 Vitess™ Source Authorization Form 

This form is used if you already own a Vitess™ program and 
have a need to request another Distributor source for your 

program. This form is completed and returned to ABUS USA. 


HAV25 Vitess™ Security Card Signature Registration Form 
This form is for the Dealers to keep record of purchasing owners 
of a Vitess™ system. The owner signs the form and their security 
card for future verification when ordering duplicate keys or 
products. The Dealer keeps this form for their records on file. 


HAV26 Vitess™ Master Key Request Form 
This form is completed when ordering a master key system and 
returned to ABUS USA 


HAV27 Vitess™ Security Card Order Form 

This form is completed to order customized security cards with 
the Dealer's name on it and Dealer's Account numbers assigned 
by the Distributor they purchased the program from. This form 
needs to be returned to ABUS USA to order the security cards. 
(Required for levels 2-5) 


HAV28 Vitess™ Personalized Key Program Order Form 
This form is completed to order your personalized coined keys 
and returned to ABUS USA. (Required for levels 2-5) Level 1 is not 
available for coined keys. 


TERMS, CONDITIONS AND WARRANTY 


ABUS USA, LLC, a division of the ABUS Group and all of its subsidiaries 
and related companies (future or currently existing) reserve the right 
to refuse an order, in its entirety or in part, when the credit of the 
Purchaser is judged not to be satisfactory in our absolute discretion. 
Furthermore, ABUS USA, LLC and its affiliates may refuse an order when 
the type or quantity of goods being requested does not conform to our 
ordering specifications. 


The following conditions and terms incorporated herein constitute 
the entire agreement between the parties. Sales quotations, 

sales quotation requests, purchase orders or other forms of 
acknowledgement issued by the Purchaser that have contradictory 
terms and conditions do not bind ABUS USA, LLC or its affiliates 

to any other terms and conditions beyond those encompassed in 

this agreement. Only with separate written agreements written by 
ABUS USA, LLC or its affiliates and authorized by an ABUS USA, LLC 
representative may alternative terms and conditions be considered or 
referenced. 


When ABUS USA, LLC accepts the Purchaser's purchase order, the 
Purchaser agrees that they accept the terms and conditions as 
described in this agreement regardless of the terms and conditions 
that may be specified in the Purchaser's purchase order. In the event 
when the Purchaser's purchase order terms and conditions and 

the terms and conditions specified in this agreement conflict, the 
Purchaser's terms and conditions will be disregarded and denied and 
the Purchaser agrees that this agreement shall constitute the entire 
agreement between the Purchaser and ABUS USA, LLC. In the event 

or circumstance that the enforcement of the terms and conditions 

of this agreement hereof is not conducted by ABUS USA, LLC or any 
other instrument, document, or alternative agreement relating to the 
goods being sold, such lack of enforcement will not waive, affect or 
reduce any right of ABUS USA, LLC in the future to require/enforce strict 
performance of such terms and agreements. 


PRICES 

All prices are subject to change without advance notice and are not 
guaranteed. All orders received by ABUS are deemed submitted at 
applicable prices in effect at the time of shipment pursuant to the 
terms and conditions outlined below. Possession of this catalog, ABUS 
Price List or other officially authorized ABUS documents, sales literature, 
catalogs does not constitue an agreement to sell. We reserve the right 
to correct clerical and other types of errors at any time. All prices are 
stated in US dollars. 


TERMS 

Decisions concerning the extension of trade credit are made by ABUS in 
its absolute sole discretion. Distributors/Purchasers who satisfy ABUS' 
ordinary credit criteria will be able to purchase products from ABUS at 
Net thirty (30) days. A service charge of 1% per month shall be imposed 
on the unpaid balance of any delinquent invoices. COD or Cash in 
Advance orders do not qualify for any term discounts. Furthermore, the 
Customer/Distributor/Purchaser shall be responsible for costs involving 
collections, court cost and or attorney's fees in association with the 
recovery of any overdue amounts. 


QUOTATIONS 

If and when ABUS USA, LLC chooses to provide an official sales quote, 
the quote will be valid for sixty (60) days. Complete shipment of the 
order must be accepted by the Purchaser within six (6) months from 
the date of issuance. Sale quote numbers (SO #'s) and possible project 
names must be referenced on the order. The sales quote is considered 
null and void if the Purchase Order does not reflect all of the product 
lines on the original sales quote or if the quantities for an item found 
in the quote deviate fifteen (15) percent or more. The Purchaser must 
request a new quotation. 


Amendments, changes or modifications to an original sales quote will 
be accepted for up to thirty (30) days from the date of the original 
quote. All modifications must reference the original sales quote 
number. With the acceptance of the sales quote for the purchase of 
products, the Purchaser agrees that the products or services being 
purchased will not be resold or transferred to any distributor not 
sanctioned/authorized by ABUS USA, LLC to sell its products. This 
includes all branches and affiliates of the distributor. Failure to adhere 
to this restriction may result in the distributor's loss in eligibility for 
quotes or services in ABUS USA, LLC's sole discretion. ABUS USA, LLC and 
its sales representatives reserve the right to for any reason refuse a 
request for quotation that deviates from ABUS USA, LLC's standard price 
list regardless of previously quoted discounted prices on some or all of 
its orders. 


SPECIAL ORDERS 

Products or services not included or listed in this catalog are considered 
as special products or services and will not be produced or executed 
without prior approval from ABUS USA, LLC. Additional fees for labor 

or materials required to complete the special order will be charged 
respectively. Standard lead times may not apply due to the nature 

of the special order request. Please contact an ABUS USA, LLC sales 
representative for more details. 


HIGH SECURITY ORDERS 

For adequate and responsible control of End User restricted keyways 
and locking systems, ABUS USA, LLC requires that depending on the 
Purchaser type (Distributor, Service Provider, End User) that a series of 
documentation be completed and returned to ABUS USA, LLC. All orders 
submitted require a current copy of Authorization form and it must be 
completed by the documented authorized personnel whose name(s) 
are on file with ABUS USA, LLC. 


DELIVERY 

Orders that are submitted by the Purchaser to ABUS USA, LLC will be 
acknowledged and given a scheduled delivery date based on the 
forecasted manufacturing lead times. All Purchase Orders submitted 
must have completed and accurate information to be processed, orders 
that lack the necessary and mandatory information will be delayed in 
their entry and lead times will be adjusted accordingly. ABUS USA, LLC 
will work to meet the scheduled delivery dates but makes no guarantee 
of as to the actual delivery date. ABUS USA, LLC cannot be held liable for 
compliance fines or related back charges incurred based on availability 
of product or as a result of poor information being provided at the time 
of the Purchase Order placement. ABUS USA, LLC cannot be held liable 
or responsible for delays caused by natural catastrophes, weather, acts 
of terrorism, government or industry labor strikes or any other causes 
beyond our control including delivery or material to our facilities. 

ABUS USA, LLC cannot be held liable for any financial or other forms of 
damage due to the failure of delivery. 


TERMS OF SHIPMENT 

All products, finished goods or components are shipped FOB Phoenix 
or FOB Germany unless otherwise agreed upon in writing by ABUS USA, 
LLC. Once transfer of product is completed to a common carrier the title 
to and risk of loss product shipped becomes the responsibility of the 
Purchaser. All claims for shortages and damages are the responsibility 
of the Purchaser. ABUS USA, LLC reserves the right to ship via the best 
possible carrier of its choosing. All shipments will be prepaid at $750 
minimum order level. 


CLAIMS 

All claims for shipping and/or invoicing differences must be submitted 
within 10 days of receipt of shipment. Upon delivery to or pickup by 
the carrier, title passes and shipments become the property of the 
customer. The customer assumes the risk of and makes claims for any 
loss, shortage or damage in transit. 


TERMS, CONDITIONS AND WARRANTY 


RETURNED GOODS 

No products (finished goods or components) may be returned to our 
facilities without prior written approval from ABUS USA, LLC. If approved 
the returned product must be in its original unmarked carton/ 
packaging. The goods must have shipped and been invoiced within the 
last ninety days (90) days. All approved returns back to ABUS USA, LLC or 
its affiliates will be at the distributor's or Purchaser's own expense. All 
goods returned will be subjected to inspection and a minimum 25% 
restocking fee at the distributor/Purchaser's expense. Products that are 
master-keyed, special orders, key bitted will not be accepted under any 
circumstances, unless the product is determined to be defective. 


GOVERNING LAW 

The rights and obligations of the parties shall be governed by the laws 
of the State of Arizona in the country of the United States of America, 
excluding any conflicts of law known or unknown. 


INDEMNITY 

Purchaser or distributor shall indemnify ABUS USA, LLC, its 
representatives and affiliates (current or future) harmless against all 
claims, liability, loss or other damages to all persons for injury of any 
nature, including sickness and/or death, property damage at the time 
of delivery or after when the product is no longer under the possession 
or control of ABUS USA, LLC and/or its affiliates. 


LIMITED WARRANTY 

ABUS USA, LLC warrants that its products sold under the Vitess™ brand 
name or the ABUS brand name in the United States of America are free 
from defects in workmanship and materials under normal use and 
service. This warranty does not cover defects or damage from improper 
installation, lack of or insufficient maintenance, poor or improper 
storage, shipping and handling, corrosion, ordinary wear and tear, 
misuse, abuse, accident, unauthorized service or use with non-ABUS 
branded products or parts. This warranty is void if any modification is 
made to the warranted product, all changes or modifications are made 
at the risk of the party making the modification. 


All products sold under the Vitess™ High Security Cylinder line will 
have a limited two (2) year warranty from the time that the original 
goods were transferred from the Purchaser. ABUS Vitess™ high security 
keys will have a lifetime warranty against manufacturing defects and 
breakage. 


Requirements for Combinated and Uncombinated Vitess™ Products: 


1. Keys shall be cut to the ABUS Vitess™ specifications required for 
the particular keyway and depth system and be original key 
blanks made by ABUS. 

2. All pin lengths shall be selected according to prescribed ABUS 
Vitess™ requirements. 

3. Original ABUS Vitess™ brand cylinders and cylinder components, 
including pin tumblers and key blanks, shall be used. We reserve 
the right to void any warranties or claims for warranty on the 
basis of using products or components that are not produced by 
ABUS USA, LLC or its affiliated ABUS sister companies. 

4. ABUS USA, LLC will not pay for the cost of the repair performed, 
reinstallation or new installation of a new or existing keying 
systems or products. Furthermore, ABUS USA, LLC cannot be held 
liable for any related fees, loss of use or perceived loss of use 
or any other associated issues in terms of a warranty claim on 
the ABUS Vitess™ keying system. Written notice of a product 
or component part believed to be defective as covered by this 
warranty should be sent to ABUS USA, LLC, and should include your 
name and address, an identification of the product or component 
part and a brief description of the defect. Upon receipt of such 


notice, ABUS USA, LLC will inform you where to ship the product 
or component with prepaid shipping for inspection and in the 
event such inspection reveals a defect covered by this warranty, 
the product will be repaired and or replaced. ABUS USA, LLC and 
its affiliates reserve the right to replace products covered by this 
warranty that may be discontinued with what we deem as a 
suitable equivalent. 


This warranty gives you specific rights, and you may also have other 
rights which vary from state to state. This warranty applies to ABUS 
brand products only. 


ABUS, the ABUS Logo, Vitess, Pfaffenhain and 83 Series are trademarks 
of ABUS August Bremicker Söhne KG, its subsidiaries and / or affiliates 
in the United States and other countries. All other trademarks are the 
property of their respective owners. 


Proven: Globally 
and in every dimension 


Emirates Palace Hotel, UAE 


German Aerospace Centre, Ozeaneum, Germany Centre Hospitalier Universitaire, 
Germany France 


Elbe Office, Germany Collège Paul Langevin, 
France 


Magdeburg Campus Tower, Donauwörth Volkshochschule, German Clock Museum, 
Germany Germany Germany 


Contact: 


ABUS | USA LLC 

23910 N. 19th Avenue, #56 

Phoenix, AZ 85085 

Phone: 623-516-9933 

Fax: 623-516-9934 

Email: vitesscustomerservice@us.abus.com 
Internet: www.abus.com 


© 2016 ABUS USA LLC. All rights reserved. 
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